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— . — y ‘“’'vvau ,ui (jaikst iEuiiediate vicinity ox w d 

the eastern ml®? an d about parallel to the ”fey Stream” (N<»u«? 

Strom) o The channel, which is to be 10 Q 5 meters deep and about /> 1 

kilometers long, has to be dredged beginning at a distance of 1,000 
meters from the harbor entrance* The channel Hill end in two mv 
harbor basing 2 each lj,000 meters long and 200 meters wid 0 5 nesjr 
Petersdorf* AH loading plants and railroad connections required for 
serving ocean-going vessels are to be completed by 1960 o Simultaneous 

a new oil loading plant with a capacity of 220 tons per horn 3 tdJJr 

be installed m the Breitling* It is also planned , to raise the 
southern b&nk of the Breitling 9 in order to construct a quay, 2 *5/ s 
kilometers; long* The construction of a canal from ^ Breitling m Cl 
Saaler Boddea is scheduled to be carried out during the second pJasse 
of construction, after 1960 o In connection with this project>-~ 
^ich had already been reported, it is' stressed in 
newspapers ‘that the turnover capacities of the old Rostcck cad 
Wismr Harbors are also to be increased* The fact that the m©y 
Stream** can be further utilised while th© new channel is being 
worked on, is considered favorable for the planned project o 
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the eastern male* and about parallel to the w $ 3 h Stream 0 (Nouer 
Strom) „ Th© channel, which is to bs 10 0 5 meters deep and about 4 
kilometers long <9 has to 'be dredged beginning at adist&ac© of 1,000 
raters from th© harbor entrance^ The channel will end in two new 
harbor basins*, each 1,000 meters long and 200 asters wide, n©az 
Petersdorfc, All loading plants and railroad connections required f^r 
serving ocean-going vessels are to be completed by 1960 o Simul'tam^ULily^. 
a new oil loading plant with a capacity of 220 tons per hour wl 1 ! 
be installed <m th© Breitling 0 It i© also planned g to raise th© 
southern bank of th© Breitling^ in order to construct a quay*, 2 C 5 
kilometers long* The construction of a canal from 
Saaler Bcddeia is scheduled to ba carried out during ‘eh© second phase 
of construction p after 1960 o In connection with this project 9 
which had already been reported 5 It is' stressed in 0er?s» 

newspapers ‘that th© turnover capacities of the old Rostock and 
Wisrar Harbors are also to b© increased 0 The fact that th® "flow 
| Stream” can b© further utilised while th© new channel is being 

1 worked on, is considered favorable for th® planned project* 
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